1322                                                 INDEX
Tubular beams, calculations for, 280 lamps, fluorescent, 373 rivets, 854 Tudor chucks, 521 Tumbling, 221 abrasives, 222 , time required for, 222^ Tuned circuit, magnification of, 1286 Tungsten, 268
alloy, arcing contacts, 264 -carbide, 211, 1132 tools, speeds for, 502
, speeds and feeds for, 684 wire dies, 239 , effect of in steel, 193 lamps, 372
, melting-point of, 269 , sawing, 11^9 , specific heat of, 269 steel, 183
-tipped tools, speeds and feeds for, 213 Turbines, 1187
, pressure, 1187 Turbo blowers, 1091 -compressors, 1087 Turner's sclerometer, 200 Turning, fatigue allowance, 984 , feeds and speeds for, 633 fixtures, 1158 , methods of, 1160 tools, terms relating to, 1125
, life of, 1125 Turntable press, 802 Turret, 1172
lathe, tap for, 566 lathes, 481
, capacity of, 496 , Pittler, capacity of, 498 , power required to drive, 495, 8i5 Turpentine, 356 Tuyeres, 192
Twist-drill gauge sizes, COO drills for -wood screws, 848 , sizes of, 1105 , speeds for, 638, 640, 641 Type metal, melting-point of, 269 , specific heat of, 269
U
Upsetting, 231 Upstroke press, 832 Union chucks, 520 Unionmelt welding, 1223 Unions, 1238
United States sheet metal gauge, 699 Standard screw threads, 535, 628 standards for steel, iron sheets, and plates,
708
Unit, Board of Trade, 29 electrostatic charge, 30
flux, 30 magnetic flux, 30
pole, 30, 33
Units, 26                      ;
, arbitrary, 26 , absolute, 26 , derived, 26 , electrical, 28 , engineering, 28 , fundamental, 26
Units in  centimetre-gramme-second fC G <; \ system, 27                                        j
, light, 31
, magnetic, 196
of sound, 33
, power, 31, 49 Universal couplings, 1116
grinder, Brown & Sharpe, 873
grinding machine, 867
milling attachments, 921
protractor, 122
Unregistered design, publication of, 159 Unregistrable trade marks, 161 Uranium, 268 Urea-formaldehyde resinoid, 333
V
Valency of elements, 271
Valves, chromium steel, extruding, 238
for petrol engines, 1232 Vanadium, 268
, adding to iron, 208
, effect of in steel, 193 Vapour bath, 893 Vector, 41 Velo, 28 Velocity, 26
and discharge, 1185
of fluid, coefficient of, 36
sound, 50
wireless waves, 50 Vena contracta, 36, 1185 Ventilation, 1192
units, 1196
Venting arrangements in diecasting, 316 Ventun meters, 1204 Vernier, gear tooth, 121
, how to read, 119
, metric, 121
, micrometer, 118 Vertical milling attachments, 920 Vices for milling machines, 919 Vickers diamond test, 200
scale, 199 Vinyl, plastics, 326 Viscosimeters, 1190 Viscosity, 1189
, kinematic, 1243
, unit of, 1190 Volt, 28, 30
-ampere, 28, 30 Voltage amplification, 1289
-dropping resistors, 1290
stage gain, 1290 Volume, measures of, 51
of solids, 1281
W
Wage incentive plans, 1060 Walls, insulation of, 1192
, limestone, weight of, 1106 Walnut, strength of, 1270
, weight of, 651, 1106 Waltharn watch screw threads, 598 Ward self-releasing tap and die, 568 Warrington wire gauge, 70 i